PURCHASING DEPARTMENT 


TOWN OF ARLINGTON 
730 Massachusetts Avenue 
Arlington, MA 02476 


Telephone 781.316.3003 
Fax 781.316.3019 


May 1, 2023 
Invitation for Bid #23-21 


Boiler Replacement — Police Headquarters 


ADDENDUM NO. 1 


This addendum is to provide contact information for the Engineer and to insert language 
omitted regarding permits. 


1. Delete first sentence of paragraph 1.04, sub-paragraph A in the Instructions to 
Bidders and replace with: 


Interpretation of the provisions of the Contract Documents will be made by the 
Engineer upon written request of any bidder, provided that such request is 
received by the Engineer via email at mtrinidad@trinidadengineering.com 
by noon on May 2, 2023, and that the Engineer considers such interpretation to 
be of sufficient importance. 


2. Insert the following paragraph in the Instructions to Bidders: 
1.17 PERMITS 


A. All General Bidders are advised that a building permit is required and 
the cost of same will be waived by the Town’s Inspectional Services 
Department. The General Contractor shall receive the building permit 
prior to performing any work on the project. The General Bidder is 
responsible for any other permits, fees, inspections, etc., as may be 
required by State and local authorities. 


All other terms and conditions of the bid documents remain unchanged. 
ADDENDUM MUST BE ACKNOWLEDGED ON THE BID FORM. FAILURE TO 


ACKNOWLEDGE ANY OR ALL ADDENDA COULD RESULT IN REJECTION OF 
YOUR BID AS NON-RESPONSIVE. 


Sanford Pooler 
Town Manager 


